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ical or otherwise, found in this work, or any idea or suggestion that may be useful in a future edition; address the author, care of the publishers. By working together in this manner it will be possible to produce. a work which will be of increasing- influence toward good inspection in concrete construction, and this is the sole purpose of the author's work.
JEROME COCHRAN, C. E. Detroit, Michigan, January, 1913.